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INTRODUCTION 

In  the  Beaufort  area,  as  in  other  communities,  there  exists  the  problem  of 
adapting  public  facilities  and  services  to  changing  conditions.   The  solution  to 
this  problem  should  be  a  principal  concern  of  all  persons  interested  in  Beaufort's 
growth  and  improvement.   Unless  adequate  systems  of  schools,  libraries,  parks, 
playgrounds  and  other  public  facilities  and  services  are  provided,  Beaufort  will 
likely  experience  difficulty  in  attracting  new  industry  and  commerce,  lose  a  per- 
centage of  existing  commercial  and  industrial  activities,  and  be  subjected  to  the 
problems  resulting  from  a  decline  in  population. 

A  part  of  an  effort  to  help  insure  that  the  above  possibilities  do  not  become 
a  reality,  the  Mayor  and  Town  Commissioners  of  Beaufort  initiated  this  general 
study  of  the  community's  public  facilities  and  services. 

Scope 

As  this  study  represents  an  initial  look  at  the  community's  facilities  and 
services,  it  is  by  necessity  rather  broad  in  scope  and  general  in  content.   Al- 
though specific  recommendations  are  made  periodically,  more  detailed  studies  of 
the  facilities  discussed  herein  are  necessary  before  final  policies  can  be  estab- 
lished and  final  plans  prepared. 

To  serve  the  purpose  of  this  analysis,  the  term  "community  facilities"  shall 
mean  those  facilities,  services,  and  conveniences  supported  primarily  by  public 
monies  and  which  require  extensive  capital  outlay  and  a  significant  organization 
for  their  proper  administration.   The  facilities  and  services  surveyed  in  this 
s  tudy  are : 

Schools  Recreation  Facilities 

Libraries  Fire  Protection 

Police  Protection  Water  Supply 

Sanitary  Sewerage  System        Refuse  Collection 
Administrative  Facilities 


Schools 

Beaufort's  two  public  schools,  Beaufort  Graded  and  Queen  Street,  are  administered 
by  the  Carteret  County  Board  of  Education  and  are  located  in  County  School  District 
One.   These  two  facilities,  each  having  grades  one  through  twelve,  serve  Beaufort  and 
Merrimon  Townships  and  an  area  along  N.C.  Highway  101  in  Harlowe  Township.   In  addition, 
approximately  40  students  residing  in  Craven  County  attend  the  Queen  Street  School. 
Table  1  presents  school  enrollments  for  each  grade  in  each  school  as  of  September  1962. 


TABLE  1  -  SCHOOL  ENROLLMENT   -  SEPTEMBER  1962 


ieaufort  Graded 
White 


Queen  Street 

Ne_g_ro 


110 
126 
128 
115 
122 
128 
102 
94 


925 


1,372 


154 

126 

82 

64 


Grand  Total 


1,351 


723 


2,074 


As  shown  in  Table  2,  which  follows,  the  classrooms  in  each  division  in  each  school 
are  by  necessity  accommodating  students  above  the  maximum  recommended  students  per  class- 
room of  30  for  elementary  schools  and  28  for  high  schools.   In  addition  to  overcrowded 
conditions,  at  Queen  Street  School  three  make-shift  classrooms  have  been  established  in 
the  cafeteria  and  gymnasium  and  science  classes  have  been  limited  to  24  students  because 
of  the  lack  of  space. 
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BEAUFORT  SCHOOL  ANALYSIS 


Enrol lmen t 


Students 

Per 
Class  roon 


Class  rooms 


Site  Year 

Size  (acres) Constructed 


Beaufort  Graded 
E lemen tary 
High  School 


925 
426 


Queen  Street 
E lementary 
High  School 


447 
276 


Table  3  presents  the  projected  school  enrollment  for  1980. 
upon  the  current  enrollment  and  the  population  projections 
a  part  of  this  series  of  planning  studies. 


This  projection  is 
for  1980  which  were 


TABLE  3  -  PROJECTED  SCHOOL  ENROLLMENT  -  1 9 i 
White Negro Tota  1 


Increase 
From  1962 


E 1 ementa  ry 
High  School 
Total 


1,252 

476 
1,728 


573 
337 
910 


1 

,825 

813 

2 

,  638 

0 

f      CO 

453 
111 
564 


An  increase  of  564  students  between  1962  and  1980  will,  of  course,  necessitate  expan- 
sion of  existing  schools  or  the  erection  of  new  facilities.   Table  4  estimates  the 
total  number  of  classrooms  that  will  be  needed  to  accommodate  the  projected  1980  en- 
rollment at  today's  minimum  standards.   These  figures  do  not,  however,  take  into 
consideration  special  classroom  units  and  other  areas  such  as  gymnasiums,  libraries, 
and  cafeterias. 


TABLE  4  -  ESTIMATED  CLASSROOMS  NEEDS  -  1980 
White       Negro 
Elementary  42  19 

High  School  17  12 

The  1980  estimated  classroom  needs  if  realized  would  necessitate  13  additional 
white  elementary  classrooms,  5  additional  white  high  school  classrooms,  7  additional 
Negro  elementary  classrooms,  and  4  additional  Negro  high  school  classrooms. 

Re  commend at  ions 

Although  this  study  is  necessarily  general  and  limited  in  scope,  several  recom- 
mendations are  presented  which  it  is  believed  will  be  of  value  to  school  officials 
and  other  persons  interested  in  providing  adequate  school  facilities. 

1.  A  new  high  school  should  be  constructed  to  replace  Beaufort  High  School.   This 
school  would  serve  Beaufort,  Smyra  and  Harkers  Island.   A  location  on  U.C. 
Highway  70,  approximately  two  and  one-half  miles  from  the  intersection  of  N.C. 
101  is  suggested.   Not  less  than  fifty  acres  should  be  acquired  in  order  to 
allow  for  a   comprehensive  program. 

2.  The  Beaufort,  Harkers  Island  and  Smyra  elementary  schools  should  be  continued 
and  the  existing  high  school  buildings  renovated  and  converted  to  elementary 
school  use. 

3.  The  Queen  Street  School  is  well  located  to  serve  its  present  and  anticipated 
population.   However,  because  of  the  inadequacy  of  the  site,  it  is  recommended 
that  contiguous  property  be  purchased  to  increase  the  school  site  to  a  minimum 
desirable  size  of  twenty-four  acres.   In  addition,  during  the  planning  period 
it  is  estimated  that  11  more  classrooms  will  be  needed  at  this  facility. 


Recreation 

The  absence  of  a  well-organized  public  park  and  recreation  system  in  the  Beaufort 
area  is  apparent.  This  is  partly  because  the  local  government's  concern  for  parks  and 
recreation  areas  is  relatively  new  and  partly  because  of  the  availability  of  a  variety 
of  seashore  recreation  facilities  in  the  immediate  vicinity.  There  is,  however,  a 
great  need  for  public  recreation  facilities  in  Beaufort,  especially  in  terms  of  neigh- 
borhood areas  and  facilities  for  year-round  activities. 

At  present,  the  two  public  school  grounds  provide  the  major  public  recreation 
areas  for  the  community.   In  addition,  the  Town  owns  approximately  twenty  acres  of 
land  on  Town  Marsh  Island  which  is  used  for  picnicking,  bathing  and  fishing  access. 
Town  Marsh  Island  is  accessible  only  by  boat.   Also,  the  Town  is  acquiring  land  on  the 
water  side  of  Front  Street  between  Pollock  and  Gordon  Streets  for  use  as  a  park. 

To  supplement  public  recreation  facilities,  the  American  Legion  provides  a  sixteen 
acre  playfield  near  Carteret  Avenue  and  Willow  Street.   This  area  includes  a  "little 
league"  baseball  diamond. 

Recommenda  t  ions 

Considering  the  need  for  additional  active  public  recreation  areas  in  Beaufort, 
the  following  recommendations  are  made: 

1.  That  the  Town  acquire  an  interest  in  and  maintain  the  American  Legion  field  as  a 
major  public  recreation  facility.   This  facility  should  be  developed  further  by 
the  addition  of  tennis  courts,  play  appartus  and  other  game  areas  and,  if  possible, 
a  community  house  for  indoor  activities. 

2.  That  arrangements  be  made  for  active  use  by  the  Town  of  the  two  school  grounds  for 
organized  summer  activities.   Additional  recreation  appartus  might  be  installed 
under  such  an  arrangement. 

3.  That  a  Town  park  be  established  in  the  area  on  the  water  side  of  Front  Street  be- 
tween Pollock  and  Gordon  Streets. 

4.  That  a  neighborhood  playground  be  established  in  the  vicinity  of  Jones  Avenue  and 
Carteret  Drive  in  the  newly  annexed  area. 

5.  That  several  vacant  lots  throughout  the  built-up  area  be  acquired  by  the  Town  and 
developed  as  either  quiet  parks  or  small  children's  play  lots  depending  upon  the 
character  of  the  population  in  the  neighborhood. 


PROPOSED  PARK  & 
RECREATION  AREAS 


y 


BEAUFORT 
North  Carolina 


Libraries 

Libraries  represent  one  of  the  few  publicly  supported  educational  services  avail- 
able to  the  adult  citizens  after  high  school  graduation,   The  level  of  library  service 
offered  in  a  community  is  one  of  the  major  indices  for  measuring   the  level  of  cultural 
attainment  of  a  community. 

Beaufort  is  served  by  the  Main  Branch  of  the  Carteret  County  Library  located  at 
the  corner  of  Broad  and  Pollock  Streets.   The  facility  is  adequate  in  size  for  the  vol- 
ume circulation,  however,  there  is  no  office  space  for  the  staff  nor  are  discussion  and 
reading  rooms  available. 

The  Main  Branch  Library  staff  consists  of  one  librarian,  a  part-time  assistant, 
and  two  bookmobile  librarians.   The  library  hours  are  from  10:00  a.m.  to  12:30  p.m.  and 
from  2:00  p.m.  to  4:00  p.m.  Monday  through  Friday. 

Approximately  two-thirds  of  the  library's  operating  expenses  are  paid  by  the  Town 
and  County,  while  the  remaining  one-third  is  paid  with  State  and  Federal  funds. 

Statistics  relating  to  the  library  for  the  years  1959  through  1962  indicate  that 
increases  were  made  each  year  in  volumes  added,  owned  and  circulated. 

TABLE  5  -  STATISTICS 

Volumes  Added         Volumes  Owned         Volumes  Circulated 

1959-1960  1,000  23,427  53,000 

1960-1961  1,169  24,000  54,506 

1961-1962  1,264  25,623  57,617 

Re  commend a  t  ions 

The  interior  of  the  library  should  be  renovated  and  modernized  with  offices  and 
utility  rooms  provided.   It  is  also  recommended  that  a  full-time  assistant  librarian 
be  added  to  the  staff  so  that  the  library  could  remain  open  in  the  evening.   The  addi- 
tion of  a  full-time  assistant  librarian  will  also  relieve  the  heavy  work  load  during 
summer  months. 


Fire  Protection 

The  Beaufort  Fire  Department  is  located  in  the  Town  Hall  and  is  manned  by  two 
paid  firemen  and  forty-three  volunteers.   The  Department  is  equipped  with  a  1,000- 
gallon  pumper  truck,  a  single-stage  500-gallon  pumper  truck,  and  a  double-stage  500- 
gallon  pumper  truck. 

The  Beaufort  Fire  Department  answers  fire  calls  within  the  built-up  area  of 
Beaufort.   Most  fire  insurance  companies  in  the  area  that  insure  structures  outside 
the  Town  Limits  have  a  maximum  expense  clause  of  $100.   This  amount  is  paid  the  De- 
partment for  answering  a  call  to  a  structure  insured  by  the  participating  insurance 
carrier.   In  addition  the  Department  belongs  to  the  Eastern  Carolina  Firemen'  Associ- 
ation and  complies  with  its  mutual  assistance  codes. 

The  present  Town  policy  regarding  fire  hydrants  is,  1)  they  shall  be  installed 
on  water  lines  of  at  least  six-inch  diameter  and,  2)  they  shall  not  be  more  than  500 
feet  apart.   This  policy  insures  adequate  water  flow  and  pressure  and  provides  fire 
protection  to  each  structure  utilizing  minimum- length  fire  hose.   Fire  hydrants, 
however,  have  not  been  installed  in  the  newly  annexed  areas  nor  are  adequate-sized 
water  mains  available  in  other  areas  of  the  community. 


Reci 
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Because  of  recent  annexations  involving  a  considerable  amount  of  land  and  a 
relatively  large  number  of  buildings,  the  National  Board  of  Fire  Underwriters  has 
recommended  that  the  existing  fire  station  be  relocated  where  it  would  be  more 
centralized.   A  suggested  location  is  the  vicinity  of  Marsh  and  Cedar  Streets.  This 
location  would  place  the  fire  station  within  three-fourths  of  a  mile  of  the  business 
district  and  densely  developed  area  and  within  one  and  one-half  miles  of  the  re- 
mainder of  the  built-up  area.   Three  additional  recommendations  are: 


1  . 


Fire  hydrants  should  be  installed  according  to  Town  policy  in  the  newly  annexed 
areas  . 


2.    Water  mains  of  at  least  six-inch  diameter  should  be  installed  in  the  built-up 
areas  where  such  are  not  provided. 


3.    Additional  salaried  firemen  should  be  hired  to  enable  the  department  to  have 
firemen  on  duty  at  all  times. 
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Police  Protect  ion 

The  Beaufort  Police  Department  is  staffed  with  four  policemen  and  is  located  in 

a  small  building  at  Turner  and  Front  Streets.  This  building  with  a  floor  space  of 

approximately  64  square  feet  is  inadequate  for  the  efficient  operation  of  the  Police 
Department . 

At  the  present  time  the  Town  is  using  the  County  jail  facilities  jointly  with 
the  County.   This  arrangement  has  proven  to  be  satisfactory  and  the  present  jail  faci- 
lities are  adequate  to  serve  any  foreseeable  needs  during  the  planning  period. 

Recommenda  t  ions 

It  is  recommended  that  the  Police  Department  be  provided  quarters  in  the  new 
Town  Hall, the  construction  of  which  is  a  subsequent  recommendation. 

Wa  te  r  Sy s  tern 

The  water  distribution  system  for  the  Beaufort  area  is  operated  by  the  Carolina 
Water  Company.   The  water  system  has  been  in  private  ownership  since  it  was  sold  by 
the  Town  in  1931. 

The  water  supply  is  obtained  from  two  deep  wells  and  is  stored  for  peak  demand 
in  an  elevated  1 00 , 000-ga 1  Ion  tank  located  behind  the  Town  Hall.   Wells  are  located 
at  the  corner  of  Hedrick  and  Pine  Streets  and  between  Fulford  and  Carteret  Streets. 
These  wells  furnish  600  and  400  gallons  of  water  per  minute  which  with  the  smaller 
well  being  used  as  a  standby.   Total  capacity  of  the  water  system  is  estimated  at 
800,000  gallons  per  day  and  the  amount  of  water  used  daily  is  approximately  296,000 
gallons.   Although  treatment  of  the  water  supply  is  not  necessary,  it  is  fed  through 
an  aerator  plant  to  remove  hydrogen  sulfide  gas. 

Water  is  distributed  to  users  through  a  system  of  six  and  eight  inch  mains.  The 
water  distribution  system  is  shown  on  the  map  on  the  following  page. 

Recommenda  t  ions 

1.    The  Town  should  purchase  the  water  system  as  soon  as  possible.   Revenue  derived 

from  this  utility  could  be  used  to  improve  the  water  and  sanitary  sewerage  systems 


2.    Fire  hydrants  should  be  provided  in  the  recently  annexed  areas  and  water  mains 
of  at  least  six-inch  diameter  should  be  installed  to  serve  the  built-up  areas 
not  served  by  water  and  those  areas  now  served  by  mains  of  smaller  diameter. 
These  recommendations  were  made  in  the  section  on  fire  protection. 

Sanitary  Sewerage  System 

The  Beaufort  Sanitary  Sewerage  System  serves  an  area  approximating  the  Town 
Limits  prior  to  the  recent  annexations.   Generally,  the  recently  annexed  areas  and 
areas  outside  the  Town  Limits  use  the  septic  tank  method  of  sewage  disposal. 

Beaufort's  sewage  is  emptied  without  treatment  into  Town  Creek  and  Taylor 
Creek.   The  sewage  emptied  into  Town  Creek  is  equivalent  to  a  population  of  800  and 
the  sewage  emptied  into  Taylor  Creek  is  equivalent  to  a  population  of  2,200.   Re- 
cently the  State  Stream  Sanitation  Committee  recommended  that  steps  be  taken  to 
discontinue  the  pollution  of  these  streams  which  fall  in  an  area  classified  by  the 
Committee  as  salt-water  fishing  grounds. 

There  are  many  inadequacies  in  the  present  sewerage  collection  system  which 
was  constructed  in  1927.   In  many  instances  the  mains  are  too  deep  in  the  ground 
and  frequently  quick  sand  is  encountered  during  repair  work  and  shoring  is  necessary 
to  keep  the  mains  from  buckling.   Also,  outfalls  on  the  average  are  two  and  one-half 
feet  below  low  tide  and  consequently,  at  flood  tide  the   mains  fill  with  sand,  often 
causing  joints  to  crack  under  pressure. 

Re  commend at  ions 


It  is  necessary  that  a  program  be  set  up  for  the  construction  of  a  sewage 
treatment  system.   This  would  envolve  the  construction  of  interceptor  mains,  pump- 
ing stations  and  a  treatment  facility.   A  suggested  location  for  a  conventional- 
type  treatment  plant  is  in  the  area  north  of  Lennoxville  road  east  of  the  Town  in 
Planning  District  Seven.   Financing  such  an  expensive  improvement  will  undoubtedly 
be  difficult.   Federal  Grants,  however,  are  available  for  up  to  30  percent  of  cost 
through  Public  Law  660  which  is  administered  through  the  Public  Health  Service.  In 
order  to  help  finance  the  local  share  of  this  improvement,  it  is  suggested  that 
the  sewer  service  charge  be  investigated  as  possible  source  of  revenue.   This  would 
be  in  addition  to  any  available  funds  which  might  be  obtained  through  the  sale  of 
water  by  the  Town.   The  purchase  of  the  water  system  and  use  of  revenues  for  the 
improvement  of  the  water  and  sanitary  sewerage  systems  was  recommended  earlier.  Since 
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an  average  of  80  percent  of  the  water  consumed  in  a  city  eventually  enters  the  sewer- 
age system,  it  is  the  practice  of  many  municipalities  to  make  an  additional  charge  of 
25  to  100  percent  of  each  customer's  water  bill  to  finance  maintanence  and  capitol 
improvements  for  the  sanitary  sewerage  system. 

Since  extensions  of  the  existing  sewerage  collection  system  would  add  to  the  pol- 
lution of  Town  and  Taylor  Creeks,  it  is  recommended  that  no  extension  be  made  of  the 
system  until  a  treatment  facility  is  installed.   Upon  the  installation  of  a  treatment 
plant,  it  is  recommended  that  the  system  be  extended  to  serve  the  built-up  areas  of 
the  community  not  now  served. 

Refuse  Collection  and  Disposal 

Beaufort's  Sanitation  Department  has  the  responsibility  of  collecting  and  dis- 
posing of  the  Town's  refuse.   Equipment  operated  by  the  Department  includes  a  packer 
truck,  two  dump  trucks,  a  straight-body  truck,  a  street  sweeper,  a  front-end  loader 
and  back-hoe  machine,  a  tractor,  three  movers,  two  graders,  and  two  light  trucks. 
Fifteen  trash  trailers  are  also  available  for  use  at  homes  and  stores  undergoing  major 
cleaning  operations.   In  addition,  the  Sanitation  Department  operates  a  mosquito  con- 
trol machine.   Upon  request,  the  Department  will  pump  out  septic  tanks  located  within 
the  Town  Limits. 

For  the  past  six  years,  the  Town  has  been  dumping  refuse  on  the  marshy  shores  of 
Gibbs'  Creek,  a  small  tributary  of  North  River.   Refuse  is  burned  and  the  ashes  and 
non-burnable  material  are  pushed  by  a  motor  grader  into  the  marsh  which  at  high  tide 
is  covered  with  water.   The  land  on  which  the  refuse  is  disposed  is  privately  owned. 

Recomme  ndat  ions 

The  location  of  a  future  land  fill  site  should  be  considered  by  the  Town.   Some 
of  the  important  factors  to  consider  are:  1)  the  distance  from  the  source  of  refuse, 
2)  availability  of  access  to  the  site,  3)  prevailing  winds,  and  4)  surrounding  land 
uses  . 


Administrative  Facilities 

The  Town's  administrative  offices  are  in  the  Town  Hall  located  across  from  the 
Carteret  County  Courthouse  on  Broad  Street.  The  Town  Hall  is  a  two-story  structure 
erected  in  1912  as  a  school  house.  This  building  is  old  and  in  poor  physical  condi- 
tion and  is  inadequate  as  a  governmental  center. 

R e c omm endat  ions 

It  is  recommended  that  a  new  Town  Hall  be  constructed  on  the  present  site.  The 
new  Town  Hall  should  be  designed  to  provide  offices  for  the  Town's  administrators 
and  the  Police  Department  and  to  provide  suitable  spaces  for  conferences  and  public 
meetings. 


PUBLIC     IMPROVEMENTS    PROGRAM 


The  Programing  of  Publi 


A  list  of  recommended  projected  improvements  with  scheduling  and  costs  is  appended 
and  will  provide  a  basis  on  which  the  people,  the  Town  Commissioners,  and  the  various 
Town  officials  may  intelligently  base  their  decisions  regarding  the  future  development 
of  the  town. 

A  Public  Improvements  Program  presents  those  public  improvements  needed  during  the 
planning  period  together  with  their  estimated  costs  and  anticipated  commencing  dates. 
These  improvements,  which  include  such  facilities  as  schools,  fire  stations,  parks  and 
utilities,  were  discussed  in  the  Community  Facilities  Plan. 

In  this  report,  long-range  improvements  include  recommendations  for  specific  projects 
for  a  six-year  period  and  general  recommendations  for  the  following  fourteen-year  period. 
The  six-year  program  is  listed  in  recommended  priority  order,  estimated  scheduled  time  of 
construction   or  purchase,  and  sources  of  funds  for  each  project. 

For  the  first  six  years  of  the  program,  cost  estimates  are  provided  and  financing 
methods  suggested.   Space  is  provided  for  the  future  insertion  of  financial  data  for  the 
remaining  improvements. 

Financing  the  proposed  improvements  is  largely  a  public  responsibility  to  be  admin- 
istered through  various  agencies  of  the  Town,  County,  and  State.   However,  in  some  cases 
of  utility  extensions,  financing  is  a  joint  public-private  responsibility. 

Suggested  methods  of  financing  the  public's  share  of  the  cost  of  the  proposed  im- 
provements are  through  the  Town's  current  revenue  and  through  recreation,  sewerage,  and 
water  systems  revenue  bonds.   In  addition,  financing  the  proposed  sewage  treatment  plant 
and  related  facilities  will  require  an  extensive  capital  outlay  which  might  necessitate 
Federal  grants  in  aid. 


1963  Approved  Budget 

The  total  valuation  of  taxable  property  for  the  fiscal  year  of  1963  is  $5,102,084.20. 
The  current  tax  rate  per  $100  is  $2.00;  real  and  personal  property  is  assessed  at  50%  of 
the  fair  market  value.   The  Town  of  Beaufort  uses  the  same  assessed  valuation  and  the 
same  percentage  of  fair  market  value  as  the  county. 

According  to  the  Local  Government  Commission  of  the  State  of  North  Carolina,  the 
Town  does  not  have  any  bonds  authorized  or  unissued  and  no  information  is  available  to 
indicate  that  the  Town  will  issue  any  bonds  in  the  near  future. 

The  approved  budget  for  fiscal  year  1963  which  began  July  1,  1962  is  $149,699.   This 
is  an  increase  of  $56,973  over  the  average  expenses  for  the  years  1954-1962.   The  approved 
budget  for  fiscal  year  1963  breakdown  by  Departments  is  as  follows: 

TABLE  1   APPROVED  BUDGET  FOR  1963 

Administrative  $  12,600.00 

General  Expenditures  14,848.00 

Police  Department  (Includes  new 

patrol  car)  21,040.00 

Fire  Department  13,910.00 

Street  Department  41,701.00 

Debt  Retirement  45 .000.00 

$149,699.00 


TABLE  2   AVERAGE  EXPENSES  FOR  YEARS  1954-1962 

Administrative  $13,800.68 

General  13,142,93 

Police  22,840.55 

Fire  11,038.23 

Street  31.903.72 

Total  Average  Expenses               $92,726.11 

The  current  debt  retirement  program  is  presented  in  Table  3.   It  will  be  noted  that 
the  interest  on  the  debt  increases  from  3h%    to  4%  in  1964  and  from  4%  to  4^7.  in  1969. 
The  outstanding  debt  represents  the  unpaid  balance  of  $464,000  General  Refunding  Bonds 
issued  by  the  Town  in  1939. 


The  Town  Clerk  reports  that  if  the  Town  deposits  $45,000  each  year  to  the  Debt 

Sinking  Fund,  Beaufort  will  be  out  of  debt  by  1971,   The  Town's  debt  as  of  June  1962 
was  $352,500. 

TABLE  3   DEBT  RETIREMENT  PROGRAM 


INTEREST 

PAYMENT 

PAYABLE 

BOND 

SINKING 

YEAR 

RATE 

OUTSTANDING 

BUDGETED 

INTEREST 

PURCHASES 

FUND 

1961-62 

3b 

$20,367. 50 

1962-63 

3k 

$352,500,00 

$45,000.00 

$12  ,337.50 

$53,000. 

30.00 

1963-64 

3h 

299,500=00 

45,000.00 

10,482,50 

3  4,000, 

547.50 

1964-65 

3V 

& 

4 

265,500,00 

45,000.00 

10,620.00 

34,000, 

927,50 

1965-66 

4 

231,500.00 

45,000.00 

9,600.00 

36,000. 

327.50 

1966-67 

4 

195,500.00 

45,000.00 

7,820.00 

37,000. 

507,50 

1967-68 

4 

158,500.00 

45,000.00 

6,340,00 

39,000. 

167.50 

1968-69 

4 

119,500.00 

45,000.00 

4,780.00 

40,000. 

387.50 

1969-70 

4 

& 

4% 

79,500.00 

45,000.00 

3,577.50 

41,000. 

810.00 

1970-71 

4% 

38,500.00 

39,422.50 

1,732.50 

38,500 

NONE 

Table  4  lists  the  revenues  for  the  fiscal  years  1952-1961,   Table  5  lists  the  yearly 
valuation  and  the  back  taxes  due  and  Table  6  itemizes  the  yearly  expenditures  by  fiscal 
years  from  1952  to  1961.   Audit  for  fiscal  year  1962  is  not  yet  completed.   As  can  be 
seen,  accumulated  unpaid  taxes  amount  to  over  50%  of  the  Town's  1963  Budget. 


TABLE  4 

REVENUES.  FISCAL 

YEARS  1952-61 

Yr .Ending 

Yr. Ending 

Yr .Ending 

Yr, Ending 

Revenue  Source 

6-30-52 

6-30-53 

6-30-54 

6-30-55 

Tax  Levy 

$51  ,807,04 

$48,999, 75 

$45,767.02 

$49, 194, 70 

Poll,  Dog  and  Sewer 

3  ,  109,00 

incl. 

3,051,20 

3,  113.60 

Prior  Advalorem 

3,866.47 

7,947,  15 

6,966,  15 

5,429,39 

Franch  i  se 

1,009.06 

960.82 

1,051,16 

1,  145.27 

Intangible 

1,040. 62 

957,04 

1,093.22 

1,086.  17 

Beer  and  Wine 

2,803.21 

2,797. 60 

3,229,92 

2,519. 71 

Auto  License 

461.00 

424.00 

497,00 

401.00 

Business  License 

2,562.55 

3,601,80 

3,  124.50 

1 ,748.  12 

ABC  Store 

8,518.04 

8,900,00 

7,994,55 

7,351.55 

Powell  Bill 

7,823.38 

8,551,22 

8,927.36 

9, 117.86 

Parking  Meters 

8,683.32 

9,512,90 

9,331,56 

8,648.57 

Fines 

349.01 

258.25 

504.98 

733.08 

TABLE  4  (continued) 

Miscellaneous  $1,405.09      $4,296.05    $1,966.88     $39,692,60 

Mayor's  Court  1,814.25  174,00         

Loan-Local  Govenment  Commission 


Amount  Received  $88,775.77     $97,803.58   $97,321,70    $134,981.44 


Yr. Ending  Yr. Ending  Yr. Ending  Yr. Ending  Yr. Ending  Yr. Ending 

6-30-56        6-30-57  6-30-58  6-30-59  6-30-60  6-30-61 

$46,895.90  $6,635.56  $54,215.20  $53,821.81  $63,607.32  $68,251.02 

3,011.00  3,093.40  3,108.30  3,101.60  3,112.20  3,049.80 

4,477.34  5,009.03  3,900.98  4,141.51  5,781.57  3,049.42 

1,221.91  1,297.26  1,285.40  1,280.05  1,352.95  1,419.77 

1,325.34  1,349.54  1,323.79  1,388.07  1,627.64  1,674.01 

2,909.24  2,974.48  3,029.78  2,985.70  3,698.12  3,653.32 

443.00  429.00  451.00  451.00  513.00  507.00 

3,282.60  2,557.95  2,405.65  3,014,25  4,100.55  5,083.30 

9,483.98  10,464.16  9,620.05  8,511.33  7,732.09  7,968.10 

9,590.33  10,303.09  10,483.44  10,418,92  10,915.78  10,951.54 

8,276.93  6,958.82  6,920.35  5,972.57  5,763.52  4,781.42 

277.90  482.83  831.90  610.95  529.17  368.00 

58,495.01  6,254.42  3,455.95  29,116.44  14,307.58  20,885.95 


5,500.00 


$150,178.48      $108,693.84     $106,792.79    $124,949,20  $123,868.99    $132,180.90 

TABLE  5   LAND  VALUATION  AND  BACK  TAXES  DUE  -  1952-1962 

Year  Ending  Total  Valuation  Back  Taxes  Due 

6-30-52  $2,547,609.00  $40,589.40 

6-30-53  2,712,230.00  39,063„31 

6-30-54  2,793,500.00  40,281,54 

6-30-55  2,773,048.00  40,053.37 

6-30-56  3,483,935,00  40,387.30 

6-30-57  3,247,491.00  42,221.99 

6-30-58  3,561,587.00  46,874.26 

6-30-59  3,572,097.00  84,194.50 

6-30-60  3,595,122.00  84,170.29 

6-30-61  3,654,235.00  81,216.34 

6-30-62  5,102,084,00  Not  Available 

-  15  - 


TABLE  6   EXPENDITURES  FISCAL  YEARS  1952-1 9 6 1 


Debt  Service 

Administrative 

Gene  ra 1 

Police 

Fire 

Public  Works 

Hurricane 

General  Fund-Total 


1953         1954 
$31,890.55   $26,715.31 


14,417. 65 
4,351.48 

19,267.09 
8,299.71 

24,929.01 


13,075.10 
5,647.32 
24,663.09 
11,203.86 
27,542.80 


1955 

$12,  193.00 

12,245.29 
11,  185.83 
23,151.00 
9,389.69 
26,292.05 
11,691.67 


$62,445. 63 


$71,264.94   $82,132.17    $94,355.53 


TABLE  6  (continued) 

1956 

$28,091. 70 

13,938.05 
11,531.49 
25,914.99 
13, 683.43 
41,908.63 

$  107,832.29 


1957 

$36,741.75 

16,016.07 
13,680. 55 
20,392.65 
9,753.30 
44,410.87 

$104,253.44 


1958  1959         1960  1961 

$13,666.02     $14,519.56   $13,335.01    $12,357.60 


15,072.44 
17,244.61 
23,241.45 
11,239.71 
24,388.52 

$91, 186.73 


15,206.  19 
20,958.02 
21,857.43 
7 ,729.  14 
29,671.89 


14,339.27 

16,875.99 
22  ,843.02 
13,507.64 
28,670.00 


12  ,038.71 
13,462.52 
21,381.20 
10,877.26 
36.567.68 


$95,422.67   $96,235.92   $107,596.04 


Due  to  recent  annexations  it  is  estimated  that  the  amount  of  revenue  accruing  to 
the  Town  will  gradually  increase  to  a  total  of  $175,000  per  year  by  1968.   Estimates 
of  future  expenditures  will  also  increase,  especially  if  the  Town  purchases  the  water 
system  and  builds  a  sewage  disposal  unit. 

Improvements  listed  for  commencement  in  1963  and  marked  for  financing  by  current 
revenue-Town  are  included  in  the  Town's  1963  budget.   Other  improvements,  which  are  the 
responsibility  of  the  state,  county,  private  firms,  and  individuals  are  not  included  in 
the  budget. 


PUBLIC  IMPROVEMENTS  PROGRAM 
—  1963  — 
IMPROVEMENT  ESTIMATED  COST  FINANCING 

1.  Broad  Street-Repair  Railway  $50,000  Beaufort  and  Morehead 
Right-of-Way  on  Broad  Street                                     Railroad 

2.  Install  Fire  Hydrants  in  6,000  Carolina  Water  Company 
Annexed  Areas                                                     and  Current  Revenue-Town 

3.  Widen  Front  Street  between  5,000  Assessment  of  store  and 
Pollock  by  eliminating  3  and  property  owners 
feet  from  12  foot  sidewalk 

on  southside  and  2\    feet  from 
12  foot  sidewalk  on  northside 

4.  Install  150  new  parking  meters  8,400  50%  of  parking  meter 
in  the  business  aiea  at  Front                                  receipts 

Street  and  Turner  Street 

5.  Morehead  City-Beaufort  Bridge  2,000,000  State  and  Federal 
and  Causeway 

6.  Purchase  site  for  sewage  treat-  10,000  Current  Revenue  or  Sew- 
ment  plant                                                         age  system  bonds-Town 

7.  Pave  300,  400,  and  500  block  2,500  Current  Revenue-Town 
at  Pollock  Street,  400,  500 

and  600  block,  of  Craven  Street 
and  400,  500,  600  and  700  and 
800  block  of  Pine  Street 

— 1964 — 

1.  Purchase  right-of-way  for  sewage  $ 5,000  Current  Revenue-Town 
outfall  interceptor  main  and 

pumping  stations 

2.  Pave  300  block  of  Gordon  Street  1,000  Current  Revenue-Town 
and  100,  200,  and  300  block  of 

Craven  Avenue 


1.  Purchase  50  acre  site  for  East 
Carteret  High  School 


2.  Purchase  land  for  extension  of 
Queen  Street  School 


Pave  the  100  block  of  Carteret 
Avenue,  Willow  Street,  Gerald 
Street,  Ocean  Street  and  Hill 
Street 


1.  Pave  road  to  Administration 
Building  at  Airport 


2.  Install  new  sewage  drain 
of  Beaufort  High  School 


1.  Purchase  site  for  Fire  Station 
in  vicinity  of  Marsh  Street  and 
Cedar  Street 


-1965  — 
$40,000 

20,000 

-1966  — 
$1,250 


•1967  — 
$4,000 

4,220 

-1968  — 
$3,000 


County 
County 


Current  Revenue-Town 


State 

Current  Revenue-Town 


Current  Revenue-Town 


1.  Purchase  and  develop  one  tot  lot 
in  vicinity  of  Pine  Street  and 
Pollock  Street. 


■  1969  — 
$6,000 


Current  Revenue-Town 


1.  Construct  sewage  treatment  plant. 
sewage  outfall,  interceptor  main, 
and  pumping  stations. 


— 1970  — 
$1,000,000 


Sewage  system  bonds, 
Federal  Government 
and  current  revenue- 
Town 


1.  Purchase  the  Town's  Water  Systen 
from  the  General  Waterworks  Com- 
pany of  Philadelphia 


1.  Construct  East  Carteret  High 
School 


— 197  1  — 
$218  ,  000 


— 1972  — 

$700,000 


Water  System  Bonds 


County  School  Bonds 


1.  Acquire  easements  for  sewage  lines 
to  annexed  areas 


Sewage  system  bonds 


—  1974  — 


1.  Acquire  and  develop  American 
Legion  playground 


Current  Revenue-Town 


1.  Landscape  and  develop  as  a  small 
park  the  land  that  the  town  owns 
south  of  Front  Street  between 
Marsh  Street  and  Gordon  Street 


Current  Revenue-Town 


1.  Renovate  interior  of  Library 


County  and  Current 
Revenue-Town 


2.  Purchase  and  develop  playground 
in  vicinity  of  Jones  Avenue  and 
Carteret  Drive 


Current  Revenue-Town 


1.  Construct  a  new  central  fire  sta- 
tion on  lot  purchased  in  1968. 


Current  Revenue-Towi 


Construct  a  new  To* 


Current  Revenue-Town 


1.  Purchase  site  for  new  well  and 
100,000  gallon  water  tank  in 
annexed  section 


Water  system  revenue 


Route  70  bypass  between  corner 
of  Fulford  and  Cedar  Streets  and 
area  east  of  Jone  Avenue  and  Pine- 
view  Drive.   State  Highway  Commis- 
sion Survey  8:12006  date  November 
1957 


State  and  Federal 


Acquire  land  and  construct  a  new 
street  fifty  feet  wide  behind 
buildings  on  Front  Street  between 
Turner  Street  and  Pollock  Street 
for  purpose  of  relieving  parking 
congestion  around  business  area  on 
Front  Street 


Current  Revenue-Town 


2.  Acquire  land  for  bridge  approach 
to  Harkers  Island 


State  and  Federal 


TiTiiRTi°iirMcMiL,iA 
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